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EQUIPMENT LIST Y-G 


PRELIMINARY FLY-AWAY KIT FOR 14 -CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK G 
MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
1 45180 Tube, Vacuum, 5814WA $ OoT5 10 $ 27.50 
2 20586 Resistor, Fixed, Deposited 
Carbon, 16K Ohm, 1/2 Watt, 
+ 1%, INTERNATIONAL RESISTOR 
CORP. No. DCC-16K 40 3 b20 
3 20622 Resistor, Fixed, Deposited 
Carbon, 7-5 Ohm, 1/2 Watt, 
+ 1%, AEROVOX No. CPS 1/2 60 3 1.80 
\ 20597 Resistor, Fixed, Wirewound, 
with adjustable "slider" 
contact, 150 Ohm, 50 Watt, 
OHMITE No. 0566 1.13 1 1.13 
5 68046 Relay, SPDT, 115 V., 60 Cycle, 
POTTER-BRUMFIELD No. KRP5A 7.67 1 7.67 
6 68054 Relay, DPDT, 4000 Ohm, SIGMA 
INSTRUMENT INC. No. 4oRO0z4000~- 
ACG-STL 7.75 1 7.15 
7 55022 Diode, Germanium, 1N198 1365 2 3.30 
8 59122 Lamp, Neon, 5SNE2 - 85 10 8.50 
9 59011 Lamp, Panel, G. E. No. 328 . 29 10 2.90 
10 55962 Fuse, 1.5 Amp., 125 V-, 3AG, 
Slo-Blo, LITTLEFUSE No. 313.150 16 5 80 
LL 25010 Capacitor, Electrolytic, lOOMFD, 
25 V., CORNELL-DUBILIER No. BBR1OO-25 281 5 h.O5 
12 25009 Capacitor, Electrolytic, Dual, 
10 X¥ 10 MPD, 450 V., CORNELL- 


DUBILIER No. CD-CE42F-100R 2.31 5 11.55 
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RACK G 

MP ESTIMATED NO. OF 
NUMBER NOMENCLATURE UNIT COST UNITS 
25005 Capacitor, Electrolytic, 

LMFD, 450 V., CORNELL- 

DUBILIER No. BRYY45 $ 64 5 
25008 Capacitor, Electrolytic, 

2000MFD, 50 V., MALLORY 

No. HC5020 52D 1 
60006 Switch, SPDT, MICROSWITCH 

No. 6aT2 2.73 1 
20599 Resistor, Fixed, Wirewound, 

with adjustable "slider" 

contact, 75 Ohm, 50 Watt, 

OHMITE No. 0564 113 1 
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ESTIMATED 

AMOUNT 

$ 3.20 
5.25 
2.73 
1213 


ITEM 
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EQUIPMENT LIST Y-H 
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PRELIMINARY FLY-AWAY KIT FOR 14-CHANNEL 
DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Lamp, Neon, NE-51 


Relay, DP DT, 4000 Ohm, 
SIGMA INSTRUMENT CO. No. 
ROZ 4000 ACG-SIL 


Resistor, Fixed Wirewound — 


with adjustable "slider" 
contact, 75 Ohm, 50 watt 
OHMITE No. 0564 


Resistor, Fixed Wirewound 
with adjustable “slider” 
contact, 150 Ohm, 50 watt 
OHMITE No. 0566 


Fuse, 5 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312005 


Fuse, 3 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312003 


ESTIMATED 


UNIT COST 


$ 12 


06 


O14 


LO 


10 
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EQUIPMENT LIST Y-J 


PRELIMINARY FLY-AWAY KIT FOR 14-CHANNEL 


DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Tube, Vacuum, SU4GA/GB 
Tube, Vacuum 6BG6 


Fuse, 8 Amp., 125 V., 3AG, 
LITTLEFUSE No. 312008 


Fuse, 0.15 Amp., 125 V., 
3AG, Slo-Blo, LITTLEFUSE 
No. 313150 


Fuse, 1 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312001 


Fuse, 10 Amp., 32 V., 3AG, 
LITTLEFUSE No. 311010 


Fuse, 50 Amp. , 32 Vey 5AG, 
LITTLEFUSE No. 517050 


ESTIMATED 
UNIT COST 


2.78 


.16 


205 


+03 


» 06 


NO. OF 
UNITS 
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10 
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PRELIMINARY FLY-AWAY KIT FOR 14-CHANNEL 
DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Fuse, 12 Amp., 250 V., 3AB; 
LITTLEFUSE No. 314012 


Capacitor, Electrolytic, 5OMFD, 


25 V., CORNELL-DUBILIER No. BBR50-25 


Capacitor, Electrolytic, 20OMED, 
125 V., MALLORY No. NP1225 


Tube, Vacuum, 6098/6AR6 
Lamp, Neon, 5NE2 


Dicde, Selenium, INTERNATIONAL 
RECTIFIER CORP. No. 5UL 


Diode, Selenium, INTERNATIONAL 
RECTIFIER CORP. No. 8Ul 


Relay, 3PDT, 115 V.; 
POTTER-BRUMFIELD No. KL-14A 


Relay, SPDT, 115 V., 
POTTER-BRUMFIELD No. KA-5A 


Relay, DPDT, 1000 Ohm, 
SIGMA No. 22RJCC1LOO0O0G~SIL 


Relay, Thermal, Time Delay, 
20 seconds, CURTIS-WRIGHT 
No. 117-20-A 


Relay, Thermal, Time Delay, 

115 V., 40 seconds, Continuous, 
Normally open, G. V. CONTROLS 
No. RO-20 


Relay, Thermal, Time Delay, 

115 V., 60 seconds, Continuous, 
Normally open, G. V. CONTROLS 
No. RO-60 


ESTIMATED 


UNIT .COST 


$ .O7 


60 


4.78 


2.40 


15-75 


7-90 


9.64 


9.64 
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ESTIMATED 
AMOUNT 


31.50 


7.90 


9.64 


9.64 


